
TITIEIN B OIRIG 


TECHNICAL INFORMATION 


TYPE NO 


ES 5100 


TYPE 


Espresso 


T.I.-NO 
ES 03/00 


SERIAL NUMBERS 
AFFECTED 


From week 31 


ISSUED BY Documentation/ 
Wittenborg Odense 


SUBJECT 


New spare parts for the espresso brewer 061199 


ISSUED FOR (X): 


Action 

X 

Information 

X 


COMPONENTS CONCERNED 

New: 061013 Teflon tube 04/02, 5x1 (Teflon-Rohr 04/02, 5x1) 

062685 O-ring turning part (O-Ring Drehteil) 

062686 Turning part (Drehteil) 

061012 Turning part assembly (Drehteil- Set) 

MODIFICATION: 

• It is now possible to order the above spare parts for the water inlet of the espresso 
brewer 061199. 

REASON: 

• Customer wish. 

INSTRUCTION: 

• Please see the attached files on how to dismount the espresso brewer. 

CONTACT PERSON: 

• Marianne Kristiansen. 
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